CHRIST  CHURCH,  ALEXANDRIA,  VA. 
Christ  Church  was  completed  in  1773.  President 
Washington's  pew  is  still  preserved  as  it  appeared 
when  occupied  by  the  family.  The  church  is  located 
on  Washington  Street,  Alexandria,  and  is  open  every 
week-day. 
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